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“Barbara.”  People  of  the  whirl- 
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Behring,  E.  von.  Suppression  of 

tuberculosis  616.24:1 
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Blanchard,  A.  E.  Janet’s  college 
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Brooks,  Geraldine.  Dames  and 
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Browne,  Frances.  Granny’s  won- 
derful chair  xB  883-1 

Bruce,  A.  B.  Providential  order 
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Cockerell,  D.  Bookbinding  and 
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Coe,  G.  A.  Religion  of  a mature 

mind 240:10 
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Cook,  James  (Captain)  Voyages 
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Cooke,  G.  M.  & MacGowan,  A. 

Huldah C 7725-1 
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Hetty  Wesley  C 853-10 
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ed.  Oxford  book  of  English 
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Rocky  Mountain  region....  580.978:1 

Cowan,  R.  E.  Spanish  press  of 

California  (1833-1844)  979.4:12 

Cox,  M.  M.  (C.)  Home  thoughts 

1st  series 173:9 

Craigie.  P.  M.  R.  (John  Oliver 

Hobbes).  Vineyard C 886-4 

Crawford,  F.  M.  Whosoever 

shall  offend  C 899-38 
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Crissey,  F.  Tattlings  of  a re- 
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Crockett,  S.  R.  Dark  o’  the 
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Dawson,  T.  C.  South  American 
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Deniker,  J.  Races  of  man 
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Eggleston,  E.  Stories  of  Ameri- 
can life  and  adventure 

Eggleston,  G.  C.  Dorothy  South 
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lyrics,  2v 

Einhard.  Life  of  Charlemagne.. 

Ellwanger,  H.  B.  The  rose 

Elson,  Arthur.  Modern  com- 
posers of  Europe  

Elson,  L.  C.  History  of  Ameri- 
can music 

Encyclopedias 

Encyclopedia  Americana,  16v. 
Chambers  Encyclopedia,  lOv. 
Chambers  Encyclopedia  of 
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Everett,  C.  C.  Psychological  ele- 
ments of  religious  faith.... 
Fairbairn,  A.  M.  Place  of 
Christ  in  modern  theology. 
Field,  Eugene.  Love-songs  of 
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With  trumpet  and  drum  

Fiske,  John.  Century  of  science 
Fitzgerald,  O.  P.  California 

sketches  

Fcote,  M.  H.  Desert  and  the 

sown  

Forest  congress,  American,  Pro- 
ceedings of  

Forman,  J.  M.  Journeys  end... 
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Hall  
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Fraser,  L.  G.  Dancing  with 
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Fraser,  Mary  C.  (Mrs.  Hugh). 
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Stolen  emperor  

Fraser,  W.  A.  Brave  hearts  .... 
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Otto  the  knight  

Freeman,  E.  A.  Western  Europe 
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Western  Europe  in  the  fifth 
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Fresenius,  C.  R.  Manual  of  qual- 
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Friedman,  I.  K.  By  bread  alone 
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Fulton,  R.  I.  & T rueblood,  T.  C. 
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Tyranny  of  the  dark  
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Gayley,  C.  M.  Classic  myths  in 

English  literature  

Genung,  J.  F.  Words  of  Ko- 
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Ghent,  W.  J.  Mass  and  class... 
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Ultimate  conceptions  of  faith. 
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poetry  and  recitations  .... 

Grant,  Robert.  Orchid  
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Grey,  Robin,  ed.  Studies  in 
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Hall,  H.  M.  Botanical  survey  of 

San  Jacinto  mountain  
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Harper,  W.  R.  Trend  in  higher 

education  

Harper’s  cook  book  encyclo- 
pedia   

Harris,  J.  C.  Chronicles  of  Aunt 

Minervy  Ann  

Little  Union  scout 

Hart,  A.  B.  Foundations  of 
American  foreign  policy. . . . 
Harte,  F.  Bret.  Barker’s  luck.. 

From  sand  hill  to  pine  

Condensed  novels,  1st  series. 
Condensed  novels,  2nd  series. 

Drift  from  two  shores  

Openings  in  the  old  trail 

Tales  of  the  Argonauts  

Hartmann,  S.  Japanese  art 
Haskins,  C.  W.  How  to  keep 

household  accounts  

Hatfield,  H.  R.,  ed.  Lectures  on 

commerce 

Hawkins,  Anthony  Hope. 

Double  harness  

Hawthorne,  J.  Hawthorne  and 

his  circle  

Hearn,  L.  Japan 

Hegan,  Alice.  Sandy 

Heidenstam,  O.  G.  von.  Swedish 
life  in  town  and  country... 
Henderson,  Peter.  Practical  flor- 
iculture   

Henderson,  W.  J.  How  music 

developed  

Henley,  W.  E.  Poems  

Henry,  Arthur.  House  in  the 

woods  

Unwritten  law  

Henry,  O.  Cabbages  and  kings. 
Hepworth,  G.  H.  Hiram  Golf’s 

religion  

Herrick,  C.  T.  In  city  tents.... 
Herrick,  Robert.  Common  lot.  . 
Herrmann,  W.  Faith  and  morals 
Hervey,  A.  French  music  in  the 

XIXth  century  

Hewlett,  Maurice.  New  Canter- 
bury tales 

Hichens,  Robert.  Garden  of 

Allah  

Higgins,  C.  A.  & Keeler,  C.  A. 
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Hill,  F.  T.  The  .web 
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oil  vapor  engines  
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Rowland,  H.  C.  Sea  scamps  . . . 

To  windward 

Wanderers  

Royce,  Josiah.  Conception  of 

immortality  

Runk,  E.  J.  Washington  (epic 

poem)  

Russell,  E.  comp.  Readings 
from  California  poets  


P 357-2 
P 363-5 
P 559-1 
P 559-2 
P 564-7 
P 564-8 
P 564-9 
P 564-10 
xP  615-4 

x590:24 

920.03:1a 
P 741-1 

920:3 


P 824-8 
P 8454-2 
708.4:1 
708.5:1 

P 883-2 
P 883-1 

614:2 

917.53:2 

xP  996-8 

916.8:8 

909:5 

635:5 

846:4 

814:111 


973 . 6 : 2v.5 

R 569-15 

923.173:30 
921.9:2 
R 623-2 
811:95 
R 643-8 
590-18 
R 672-1 
R 738-15 
R 738-16 


799:18 

815:12 
799:17 
R 863-2 
R 883-2 
R 883-1 
R 883-3 

218:6 

811:91 


808 .1:7 


Rydingsvard,  A.  M.  von.  Art 

studies  for  schools  

St.  Nicholas  book  of  plays  and 

operettas  

Saint-Pierre,  J.  Paul  et  Virginie 
Sainte-Beuve,  C.  A.  Portraits  of 

the  17th  century  2v 

Sanborn,  F.  B.  New  Hampshire 

Sand,  George.  Consuelo  

Sanday,  W.  Inspiration  

Savage,  M.  J.  Religion  for  to- 
day   

Out  of  Nazareth 

Sawyer,  J.  C.  All’s  fair  in  love. 
Sayce,  A.  H.,  ed.  Records  of 

the  past  2v 

Schelling,  F.  I.  Elizbethan  lyrics 
Seventeenth  century  lyrics . . . 
Scherer,  W.  History  of  German 

literature,  2v 

Schiller,  J.  C.  von.  Dramas.... 
Schley,  W.  S.  Forty-five  years 

under  the  flag  

Schurer,  Emil.  Jewish  people 

in  time  of  Christ,  5v 

Scott,  G.  F.  From  Franklin  to 

Nansen  

Scott,  H.  S.  (H.  S.  Merriman). 

Barlasch  of  the  guard  

Last  hope  

Sedgwick,  W.  T.  Sanitary  sci- 
ence and  public  health  . . . 

Seely,  Mrs.  L.  Cook  book 

Selous,  F.  C.  Sport  and  travel.  . 
Seton,  E.  T.  Monarch  the  big 

bear  

Severy,  M.  L.  Darrow  enigma.. 
Shafer,  S.  A.  Beyond  chance  of 

change  

Day  before  yesterday  

Shoemaker,  Mrs.  J.  W.  Best  se- 
lections No.  23  

Best  selections  No.  24  

Best  selections  No.  25  

Best  selections  No.  26  

Little  people’s  speaker  

Silberrad,  Una  L.  Petronilla 

Heroven  

Success  of  Mark  Wyngate... 
Wedding  of  the  Lady  of  Lovell 

Sill,  E.  R.  Poems  

Prose  

Simonds,  W.  E.  American  date 

book 

Sinclair,  May.  Divine  fire  

Singleton,  Esther,  ed.  Venice 
as  seen  and  described  by 

famous  writers  

Sloane,  T.  O’C.  Arithmetic  of 

electricity  

Smith,  Alice  P.  Off  the  highway 
Smith,  Bertha  H.  Yosemite 

legends  

Smith,  F.  H.  At  close  range... 
Smith,  Goldwin.  United  States 

Smith,  M.  C.  Life  in  Asia 

Smith,  Sydney.  Wit  and  wisdom 

Smith,  W.  H.  Promoters 

Smyth,  Newman.  Through  sci- 
ence to  faith  


x750: 6 

x793 : 15 
843:12 

920.044:1 

974.2:1 

843:10 

220.1:1 

252:25 
232.8:2 
S 271-2 

913.32:7 

821:74 

821:75 

830.9:2 

832:3 

923.573:34 

933:8 

x919.8:13 

S 426-12 
S 426-13 

614:1 

641:17 

910:24 

590:22 
S 499-1 

xS  525-2 
xS  525-1 

808.8:35 

808.8:36 

808.8:37 

808.8:38 

x808.8:34 

S 582-2 
S 582-4 
S 582-3 
811:96 
814:113 

Reference. 
S 616-1 


914.5:22 

537:8 
S 6421-1 

398.2:14 
S 647-10 
973:21 
x372.8:2  v.6 
824:78 
S 664-2 

213.5 
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Snyder,  Harry.  Chemistry  of 

soils  and  fertilizers  

Spearman,  F.  H.  Close  of  day.  . 
Spencer,  Herbert.  Autobiography 

2v 

Philosophy  of  style  

Stalker,  James.  John  Knox.... 

Life  of  St.  Paul  

Stanley,  C.  A.  Order  No.  11.... 
Stead,  W.  T.  Americanization 

of  the  world 

Stedman,  E.  C.  ed.  Victorian 

anthology  

Steevens,  G.  W.  Land  of  the 

dollar  

Stephens,  C.  A.  Ark  of  1803.  . . . 
Stevenson,  B.  E.  Holladay  case 
Stevenson,  M.  I.  From  Saranac 

to  the  Marquesas  

Stevenson,  Robert  Louis.  Across 

the  plains  

Stewart,  Balfour.  Conservation 

of  energy  

Stewart,  C.  D.  Fugitive  black- 
smith   

Stimson,  F.  J.  Jethro  Bacon.  . . 
Stockton,  F.  R.  John  Gayther’s 

garden  

Stoddard,  C.  W.  In  the  foot- 
prints of  the  padres  

Stoddard,  W.  O:  Errand  boy 

of  Andrew  Jackson  

Fight  for  the  valley  

Long  Bridge  boys  

Zeb  

Story,  A.  T.  Swiss  life  in  town 

and  country  

Stratemeyer,  E.  At  the  fall  of 

Port  Arthur  

Streeter,  J.  W.  Fat  of  the  land. 
Strong,  J.,  ed.  Social  progress 

year  book  for  1904  

Struthers,  J.,  ed.  Mineral  indus- 
try 1901  

Mineral  industry,  1902  

Stuart,  Ruth  McEnery.  Moriah’s 

mourning  

River’s  children  

Second  wooing  of  Salina  Sue. 
Surtees,  R.  S.  Mr.  Sponge’s 

sporting  tour 

Taine,  H.  A.  Ancient  regime... 
Tarkington,  Booth.  In  the 

arena  

Taylor,  C.  M.  jr.  Touring  Alaska 

and  the  Yellowstone 

Why  my  photographs  are  bad 
Taylor,  J.  H.  Taylor  on  golf... 
Thackeray,  W.  M.  Letters  to  an 

American  family  

Third  tour  of  Dr.  Syntax  in 

search  of  a wife  

Thorne,  W.  W.  Twentieth  cen- 
tury book-keeping  

Thurston,  K.  C.  Masquerader.  . 
Thwaites,  R.  G.  Down  historic 

waterways  

Father  Marquette  

How  George  Rogers  Clark 
won  the  northwest  


631:8 
S 740-2 

925:5 
824:75 
922.5:13 
922.1:5 
S 7875-1 

973:22 

821:68 

917.3:21 
xS  832-8 
S 847-3 

826:17 

824:76 

531:2 

S 849-1 
S 860-6 

S 866-37 

917.94:13 

xS  869-36 
xS  869-37 
xS  869-38 
xS  869-39 

914.94:9 

xS  898-9 
630.4:4 

Reference. 

669:3  v. 10 
669:3  v . 11 

S 932-9 
S 932-8 
S 932-10 

828:22 

944.03:2 

T 188-5 

917.98:13 

770:8 

796:11 

826:16 

828:19 

657:2 
T 5455-2 


917.7:2 

922.2:8 


Tolstoi,  L.  N.  Anna  Karenina.  . 
Childhood,  boyhood,  youth... 

Cossacks,  etc 

Ivan  Ilyitch  

Essays,  letters,  etc 

Invaders,  etc 

Kingdom  of  God  is  within  you 

Life,  etc 

Long  exile,  etc 

Master  and  man,  etc 

My  confession,  etc 

Resurection  

Russian  proprietor,  etc 

What  is  art?  

Tomlinson,  E.  T.  Cruising  on 

the  St.  Lawrence  

In  the  camp  of  Cornwallis... 
Rider  of  the  black  horse  .... 
Towers,  Alton.  Little  one’s  Hans 

Andersen  

Tozier,  Josephine.  Among  Eng- 
lish inns  

Tracy,  Louis.  Great  mogul 

Pillar  of  light  

Train,  G.  F.  My  life  in  many 

states  

Trent,  W.  P.  & Wells,  B.  W.  eds. 

Colonial  prose  and  poetry,  3v. 
Trollope,  F.  M.  Domestic  man- 
ners of  the  Americans 

Trowbridge,  J.  T.  Drummer 

boy 

Poetical  works  

Tschudi,  Clara.  Marie  An- 
toinette   

Upton,  G.  P.  Maid  of  Orleans.. 

William  Tell  

Woman  in  music 

Valdes,  D.  A.  P.  Jose,  etc 

Valentine,  E.  U.  Hecla  Sand- 

with  

Van  Dyke,  H.  Gospel  for  a 

world  of  sin 

Van  Dyke,  J.  C.  Italian  paint- 
ing   

Meaning  of  pictures  

Van  Tyne,  C.  H.  Loyalists  in 

American  revolution  

Van  Vorst,  Marie.  Amanda  of 

the  mill  

Viele,  H.  K.  Myra  of  the  pines. 
Villard,  Henry.  Memoirs,  2v... 
Vi  I lari,  Luigi.  Italian  life  in 

town  and  country  

Vincent,  M.  R.  Word  studies  in 
the  New  Testament,  v.4.... 
Voynich,  E.  L.  B.  Olive  Latham 
Waddington,  M.  K.  Italian  let- 
ters of  a diplomats’s  wife.. 
Letters  of  a diplomat’s  wife 

Wagner,  C.  Better  way  

By  the  fireside  

Youth  

Waliszewski,  K.  Ivan  the  Terri- 
ble   

Wallace,  A.  R.  Studies  scientific 

and  social  

Walker,  F.  A.  General  Hancock 


977:5 


Wallace,  D.  Lure  of  the  Labra- 
dor wild  


T 654-la 
T 654-12 
T 654-4a 
T 654-11 
891.74:1 
T 654-10a 
240:8 
120:1a 
T 654-9a 
T 654-7a 
230:13 
T 654-8a 
T 654-6a 
701:6 

xT  659-22 
xT  659-23 
xT  659-24 

xT  739-1 

914.2:36 
T 762-3 
T 762-2 

920.07:6 

810.8:3 

917.3:20 

xT  863-33 
811:90 

923.144:30 
x923 . 544 : 11 
x923. 549:1 
927.8:21 
863:2 

V 157-1 

239:25 

759.5:3 

750:7 

973.3:20 

V 284-1 

V 659-3 
920.5:7 

914.5:24 

Reference. 

V 975-2 

816:10 

816:9 

170:44 

170:42 

170:43 

947.04:1 

504:20 

923.573:46 


917.19:1 


3 0112  077847603 

10 


Waller,  M.  E.  Daughter  of  the 

rich  

Sanna  

Wood-carver  of  ’Lympus  . 
Ward,  M.  A.  (Mrs.  H.)  Mar- 
riage of  William  Ashe  . 
Warde,  M.  Betty  Wales,  fresh 

man  

Warner,  Anne.  Susan  Clegg.  . 


xW  198-2 
W 198-3 
W 198-1 

W 261-10 

xW  265-1 
W 280-1 


VV  LM-LUXli.  O will  

Washington,  B.  T.  Working 

with  the  hands  

371.94:2 

Wilcox,  L.  M.  Irrigation  farming 
Wilkin,  G.  F.  Control  in  evolu- 

Watanna, Onoto. 
Nijo  

Daughters  of 

W 324-4 

tion  

Wilkins,  M.  E.  Givers 

Waterhouse,  P. 
building  .... 

L.  Art  of 

720:4 

-x  trees  : . . . . 

Wilkins,  W.  H.  Love  of  an  un- 

Watson, H.  B. 

M.  Hurricane 

crowned  queen  

Island  

Watson,  T.  E.  Napoleon  

Watterson,  H.  Compromises 

of  life  

Webster,  H.  K.  Traitor  and 

loyalist  

Weistock,  H.  Jesus  the  Jew... 
Wells,  Carolyn.  In  the  reign  of 

Queen  Dick  

— & Taber,  H.  P.  Gordon 

elopement  

Matrimonial  bureau  

Wells,  H.  G.  Food  of  the  gods. 
Westlake,  J.  W.  How  to  write 

letters  

Weyman,  S.  J.  Abbess  of  Vlaye 
Wharton,  Edith.  Descent  of 

man  

Valley  of  decision  

Wheeler,  Candace.  How  to  make 

rugs  

Principles  of  home  decoration 
Wheelock,  I.  G.  Birds  of  Cali- 
fornia   

White,  Andrew  D.  Autobiogra- 
phy, 2v 

White,  S.  E.  Blazed  trail  stories 

Mountains  

Silent  places  


W 339-7 
923.144:35 

815:11 

W 381-3 
232.04:3 

xW  4531-6 

W 4531-5 
W 4531-7 
W 455-8 

808.6:1 
W 549-19 

W 554-5 
W 554-6 

677:1 

645:1 

598.2:21 

923  .'273:56 
W 5885-7 
799:16 
W 5885-6 


Whiting,  Lilian.  World  beautiful 

in  books  

Whitney,  A.  D.  T.  Biddy’s  epi- 
sodes   

Whitson,  J.  H.  Courier  of  em- 
pire   

With  Fremont  the  pathfinder 
Whittier,  J.  G.,  ed.  Child  life  in 
prose  


Wilkinson,  W.  C.  Epic  of  Moses 

2v 

Epic  of  Paul  

Epic  of  Saul  

Poems  

Willeby,  C.  Masters  of  English 

music 

Williams,  M.  M.  Next  to  the 

ground  

♦Williams,  W.,  ed.  State  of 

Missouri  

Williamson,  C.  N.  & A.  M. 

Princess  passes  

Wilson,  H.  L.  Seeker  

Wilson,  H.  M.  Topographical 

surveying  

Wilson,  J.  G.  General  Grant... 
Winship,  G.  P.,  ed.  Journey  of 

Coronado  

Winter,  Alice.  Prize  to  the 

hardy  

Wister,  Owen.  Ulysses  S. 

Grant  

Wither,  George.  Poems  

Woodberry,  G.  E.  America  in 

literature  

Wright,  Mary  T.  Aliens 

Zangwill,  I.  Grey  wig  


814:108 

xW  617-17 

xW  623-1 
xW  623-2 

808.8:32 

Reference. 

626.8:4 

300:3 
W 685-15 
W 685-16 

923.142:20 

811:98 

811:100 

811:99 

811:101 

927.8:22 

630.4:3 

977.8:2 

W 729-2 
W 749-3 

620:4 

923.573:45 

973.1:1 


W 785-1 

923.573:43 

821:67 

810.9:7 
W 9521-1 
Z 29-9 


